To:  Wall,  Dan[wall. dan@epa.gov];  Schmittdiel,  Paula[Schmittdiel. Paula@epa.gov];  Faulk, 

Libby[Faulk. Libby@epa.gov] 

From:  Peter  Butler 

Sent:  Sat  8/8/2015  3:17:53  PM 

Subject:  Mistake  in  Summary  Handout 

DissMetalsUpdate  0807201 5. docx 


Hi  Folks  - I noticed  a mistake  in  this  summary  handout.  In  the  Cement  Creek  graph,  the  highest 
concentrations  are  shown  at  7:25  am  on  8/5,  before  the  blowout.  That  data  point  should  be  7:25 
pm  on  8/5.  I checked  it  in  SCRIBE. 


Peter  Butler 
970-259-0986 
Cell  970-317-0584 
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